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Case Report 



Deep Brain Stimulation of the Globus Pallidus 

in a 7-Year-Old Girl with DYT1 Generalized Dystonia 

Seon Tak Jin, M.D.,^ Myung Ki Lee, M.D.,^ Ju Young Ghang, M.D.,^ Seong Man Jeon, M.D.^ 

Department of Neurosurgery/ Maryknoll Medical Center, Busan, Korea 
Department of Neurosurgery,^ Bongseng Memorial Hospital, Busan, Korea 

The experience of pediatric deep brain stimulation (DBS) of tine globus pallidus internus (GPi) in the treatment of early-onset DYT1 generalized dys- 
tonia is still limited. Here, we report the surgical experience of bilateral GPi-DBS under general anesthesia by using microelectrode recording in a 
7-year-old girl with early-onset DYT1 generalized dystonia. Excellent improvement of her dystonia without neurological complications was achieved. 
This case report demonstrates that GPi-DBS is an effective and safe method for the treatment of medically refractory early-onset DYT1 generalized 
dystonia in children. 
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INTRODUCTION 

The most common cause of early-onset idiopathic general- 
ized dystonia, previously known as primary idiopathic general- 
ized dystonia, is DYTl dystonia, caused by a 3 base pair dele- 
tion in the TORIA gene^\ DYTl dystonia typically presents in 
childhood and usually starts in a limb, gradually progressing to 
a generalized form. This condition can cause significant disabil- 
ity Deep brain stimulation (DBS) has been reported to be aid 
in the management of chronic drug refractory primary dysto- 
nia for individuals 7 years of age or older^l DBS at the globus 
pallidus internus (GPi) has been established as a safe and effec- 
tive modality for controling medically refractory idiopathic 
generalized dystonia^'^^\ However, the experience of pediatric 
GPi-DBS for the treatment of early-onset DYTl generalized 
dystonia is still limited. A case of pediatric DBS for DYTl dys- 
tonia has not been published in Korea. Here, we report the sur- 
gical experience of bilateral GPi-DBS in a 7-year-old girl with 
early-onset DYTl generalized dystonia. 

CASE REPORT 

A 7-year-old girl with genetically confirmed DYTl dystonia 



was referred for possible surgical treatment of medically intrac- 
table progressive generalized dystonia. She was relatively healthy 
untn October 2007. Her dystonia started in the right arm, accom- 
panied by difficulty in writing. The dystonia then progressed, 
first involving her left upper limb and then, the lower legs and 
finally her hip and trunk in April 2009. She had difficulty in 
writing, dystonic flexion of the left knee, and severely impaired 
walking or requiring assistance, with difficulty in maintaining 
an erect standing position. Moreover, she had difficulty in feed- 
ing herself Brain magnetic resonance imaging (MRI) and med- 
ical laboratory evaluation did not show any abnormal findings. 
Genetic testing for DYTl was performed in April 2008, which 
gave a positive result for DYTl gene. Her father and one uncle 
were also positive for DYTl, whereas her mother was negative 
for this mutation. Her father experienced writing tremor in the 
right hand, and her uncle had mild dystonia in the neck and the 
right hand. She showed little response to a various medications, 
including anticholinergic agents, such as rivotril, levetiracetam, 
and tetrabenazine. Moreover, these medications had side effects 
such as lethargy and hallucination. After the failure of aU avail- 
able medications for dystonia, she underwent simultaneous bi- 
lateral implantation of quadripolar DBS leads (DBS Model 3387, 
Medtronic) into the GPi under sevoflurane inhalation general 
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anesthesia on July 9, 2009. The electrode target was based on in- 
direct and direct targeting with a 1.5-tesla MRI (General Elec- 
tric, USA) and Neurosurgery Simulator® (Dimos, Seoul, Korea) 
as surgical planning tools for refined microelectrode recording 
(MER). The mean distance between the anterior and posterior 
commissure was 22.5 mm. The arcs and sliding angles were 65° 
and 5° on the left and 70° and 7° on the right, respectively. MER 
was performed using 2 channels at the central and medial sides. 
The implanted central target was 2.8 mm anterior to the mid- 
commissural point, 21.5 mm lateral to the midline, and 4 mm 




Fig. 1 . Postoperative MRI axial T2-weighted (A) and coronal T2-weighted 
(B) images showing the electrodes within the posteroventral globus pall- 
idas internus. 




Fig. 2. Preoperative photography of patient showing clinical feature of 
generalized dystonia (A). Photography of 1 month after surgery shows 
maintaining of an erect standing position (B). 



DRAWING A 


DRAWING A ( 















Fig. 3. Preoperative (A) and postoperative (B) photography of patient's 
hand drawing and writing. 



below the anterior-posterior commissural plane (Fig. 1). The 
length of the GPi in the central final target was measured at 7 
mm in the left and 6 mm in the right. Intraoperative test stimu- 
lation with a microelectrode was performed at 1.0-4.0 V, 200 [is, 
and 130 Hz to check motor response. The electrode was fixed on 
the cranium by using a titanium microplate instead of a burr 
hole ring and cap. After 3 days of a trial test (Model 3625 exter- 
nal tester, Medtronic Inc.) in the hospital ward, the stimulation 
device (Soletra, Medtronic Inc.) was implanted subcutaneously 
in the subclavicular area and a trough was drilled in the posterior 
parietal bone to secure the connector The stimulation parame- 
ters of the test stimulation in bipolar mode were as follows : 0- 
2-h; frequency, 130 Hz; pulse width, 60 |is; amplitude, 3.0 V. 
During the test stimulation, the patient showed moderate im- 
provement, she described her satisfaction and reported that she 
was able to sleep comfortably without sustained muscle con- 
traction and abnormal flexed posture in the left knee that were 
present before the surgery. No significant peri-operative com- 
plication occurred. Progressive and sustained improvement of 
her dystonia was noted. She was able to walk with an erect pos- 
ture at 10 days and run at 3 months after the DBS surgery (Fig. 
2). Her dystonia disappeared almost completely, except for 
some difficulty in hand-writing (Fig. 3). The Burke-Fahn-Mar- 
tin Dystonia Rating Scale (BFMDRS) total movement scores 
were 34/120 in the preoperative period, 10/120 at 3 months af- 
ter the surgery, 4/120 at 6 months after the surgery and 3/120 at 
12 and 30 months after the surgery. The BFMDRS total disabili- 
ty scores were 11/30 in the preoperative period, 6/30 at 3 
months after the surgery, 3/30 at 6 months after the surgery and 
3/30 at 12 and 30 months after the surgery (Table 1). The stimu- 
lation parameters in monopolar mode were as follows : 0- 
case-h; frequency, 130 Hz; pulse width, 120 [is; amplitude, 2.8 V 
on the right side, and 3.3 V on the left side at the last foUow-up. 
No significant complications were encountered. 

DISCUSSION 

We experienced the efficacy and safety of bilateral GPi-DBS 
in a 7-year-old girl with early-onset DYTl generalized dystonia 
with a foUow-up period of 30 months. Her prognosis showed a 
70.6% improvement in the BFMDRS total movement scores at 
3 months, 88.2% improvement at 6 months, and 91.2% im- 
provement at 1 year, then the clinical benefit was maintained up 
to the last follow-up. These results correspond well with those 
of a number of recent series reporting that bilateral GPi-DBS is 
a highly effective treatment for early-onset idiopathic general- 
ized dystonia. Coubes et al.^^ reported a mean 79% improve- 
ment in the BFMDRS motor subscore and a mean 65% im- 
provement in the disability subscore 2 years after the surgery in 
31 patients with primary generalized dystonia. Isaias et al.^^ re- 
ported a short disease duration (<15 years) at the time of sur- 
gery predicted a superior response to DBS. The phasic symp- 
toms improved more rapidly than fixed postures, the presence 
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of which may hmit functional recov- 
gj-y8,i2) \Yhen prolonged dystonia results 
in frxed contractures, additional ortho- 
pedic surgery may be required to maxi- 
mize functional gains^l Early DBS sur- 
gery for primary generalized dystonia 
has been proposed after drug treatment 
has failed and before fixed skeletal defor- 
mities have developed. Pediatric DBS 
presents several challenges with respect 
to surgical planning and technique, such 
as identification of anatomical land- 
marks, performing awake surgery or 
placing the patient under general anes- 
thesia, and hardware-related prob- 
lems^'^"\ More than 90% of brain devel- 
opment is believed to be completed by the age of 7 years^l Thus, 
it seems reasonable to use nearly similar landmarks in children 
aged >7 years as those used in adults. Performing awake sur- 
gery in children is extremely difficult in general, but it may be 
impossible in these cases because of the dystonic state or coop- 
eration problems during the DBS procedure^"\ In our patient, 
the use of general anesthesia was more feasible because she was 
too young to be expected to cooperate during the procedure. 
The need for MER in pallidal DBS is debated; however, MER 
provides important information for refining anatomical target- 
ing under general anesthesia. Multichannel MER particularly 
influences the final electrode placement to precisely identify the 
target structure and its borders. Microelectrode mapping was 
possible, even under general anesthesia as sevoflurane was used 
our case^\ Moreover, testing for thresholds of side effects in the 
form of capsular effects can be performed sufficiently under 
general anesthesia^^\ In our case, intraoperative internal capsu- 
lar response with microelectrode stimulation was not noted 
within the range of 1.0-4.0 V Postoperative infection related to 
the DBS device has been reported to be higher in children than 
in adults, with incidence rates of 5-33%^\ We anchored the DBS 
electrode by using a microplate, and drilled a trough in the cra- 
nial surface to secure the connector to avoid possible infection 
and cosmetic problems. 

CONCLUSION 

This case report demonstrates that GPi-DBS is an effective 
method for controlling of medically refi"actory early-onset DYTl 
generalized dystonia in a 7-year-old girl. Thus, DBS surgery 
may be safely performed in children aged >7 years as that un- 
derwent in adults. 



Table 1 . Changes in the Burke-Fahn-Martin Dystonia Rating Scale subscores from baseline to post- 
operative 1 2 months 



Variable 




Baseline 


3 mo 


6 mo 


12 mo 


Movement score 


Right arm 


6 


4 


2 


1 




Left arm 


6 


4 


2 


2 




Trunk 


4 


0 


0 


0 




Right leg 


6 


1 


0 


0 




Left leg 


12 


1 


0 


0 




Total 


34 


10 


4 


3 


Disability score 


Writing 


3 


2 


1 


1 




Feeding 


2 


1 


0 


0 




Hygiene 


1 


1 


1 


1 




Dressing 


2 


1 


1 


1 




Walking 


3 


1 


0 


0 




Total 


11 


6 


3 


3 
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